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THE   LORD   DIGBY.

George Digby , second Earl of Bristol 1653.

Born 1612.   Died 1677.
By CLARENDON.

By what hath bene sayde before, it appeares that the
Ld Digby was much trusted by the KInge, and he was of
greate familiarity and f rendshipp with the other three, at
least with two of them, for he was not a man of that exact-
nesse, as to be in the in tire confidence of the LdFalkeland, ;
who looked upon his infirmityes with more severity, then
the other two did, and he lived with more franknesse
towards those two, then he did towards the other, yett
betweene them two ther was a free conversation and kind-
nesse to each other. He was a man of very extraordinary
parts, by nature and arte, and had surely as good and
excellent an education as any man of that age in any
country, a gracefull and beautifull person, of greate elo-
quence and becommingnesse in his discource (save that
sometimes he seemed a little affected) and of so universall ,
a knowledge, that he never wanted sub jecte for a discource;
he was sequall to a very good parte in the greatest affayre,
but the unfhtest man alive to conducte it, havinge an
ambition and vanity superiour to all his other parts, and
a confidence peculiar to himselfe, which sometimes intoxi-
cated, and transported, and exposed him. He had from
his youth, by the disobligations his family had undergone